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NOTIFICATION 

New Delhi, the 21st June 1987 
S . O . 2130 . - - In exercise of the powers conferred by sub - section ( 1 ) of section 
7 of the All India Institute of Medical Sciences Act, 1956 ( 25 of 1956 ) the Central 
Government hereby nominates Dr. S Chandrasekhar as the President of the All 
India Institute of Medical Sciences, New Delhi. 
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